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PHILIP MORRIS 

U.S.A. 

P.O. BOX 26603, RICHMOND, VIRGINIA 23261 TELEPHONE (304) 274-2000 

August 27, 1982 


OfeCElVED 
AUG 30 1982. 

C. A 


G. Carlton Adkins, Esquire 
Assistant General Counsel 
Philip Morris Incorporated 
100 Park Avenue 
New York, New York 10017 

Dr. Hadrian R. Katz, Esquire 
Arnold § Porter 
1200 New Hampshire Ave., N.W. 
Washington, D. C. 20036 


Dear Messrs. Adkins and Katz: 

I have enclosed computer printouts of the recent 
mall study we'conducted to test if the "Barclay" effect 
also was present when smokers puffed on the Kool Ultra 
cigarettes. 7 

The test .jLtself went smoothly and the data are 
consistent with previous tests run with the puff analyzing 
equipment. After you have reviewed the raw data, let me 
know our next step. If there are any questions, please call. 


Sincerely, 




Warren E. Claflin 




WEC:gmm 

cc: Dr. M. Hausermann 

Mr. L. F. Meyer 
Mr. A. C. Lilly 
Dr. P. M. Martin 

Enclosures 
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Source: https://www.industrydocuments.ucsf.edu/does/zndb0003 
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